INSTRUGTIONS | 


HOW TO ADJUST 


SLOCOMB 
MICROMETERS 


THEIR USE IS ECONOMY 


READ CAREFULLY 


J. T. SLOCOMB CO. 


PROVIDENCE, R.1., U.S.A. 


